To:  Kliphuis,  Trais,  NMENV[trais.kliphuis@state.nm.us] 

Cc:  Bill  Honker  (honker.william@epa.gov)[honker.william@epa.gov] 

From:  Garcia,  David 

Sent:  Fri  8/7/201 5 7:21 :49  PM 

Subject:  FW:  Gold  King  Mine-pH  readings  from  operators 


FYI,  baseline  pH  levels. 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 
Follow  EPA  Region  6 


From:  Restivo,  Angela 

Sent:  Friday,  August  07,  2015  2:03  PM 

To:  Brown,  Jamesr;  Kirkland,  Robert;  McCasland,  Mark;  Garcia,  David;  McCoy,  Melinda 
Cc:  Foster,  Althea;  Crossland,  Ronnie;  Webster,  Susan 
Subject:  FW:  Gold  King  Mine-pH  readings  from  operators 
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FYI:  pH  readings  in  river  from  drinking  water  systems  collected  by  water  operators 


From:  Romero,  Nora,  NMENV  [mailto:Nora.Romero2@state.nm.us] 

Sent:  Friday,  August  07,  2015  1:10  PM 
To:  Restivo,  Angela 

Subject:  RE:  Gold  King  Mine-pH  readings  from  operators 


Hello  Angela, 

As  per  your  request 

Water  System  Water  System  Name 

Date:  August  6 or  7,  2015 
pH 

Turbidity 

No. 

NM3509824 

Aztec  Domestic  Water 

8.12 

18NTU 

System 

NM35 10224 

Farmington  Water  System 

- ? v ; ; :;Y,j 

4.35  NTU 

NM35 10524 

Momingstar  Water  Supply 

7.67 

7.9 

28NTU 

NM3520024 

System 

Northstar  MDWCA 

6.7 

no  reading  - 
intake  valve 
has  been  closed 
since  July  29. 

From:  Restivo,  Angela  f mailto:Restivo.Anqela@epa.qov1 

Sent:  Friday,  August  07,  2015  8:34  AM 
To:  Romero,  Nora,  NMENV 

Subject:  RE:  Gold  King  Mine-pH  readings  from  operators 


Thank  you. 
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From:  Romero,  Nora,  NMENV  ['mailtoiNora.Romero2@state.rim.iisl 

Sent:  Friday,  August  07,  2015  9:31  AM 
To:  Restivo,  Angela 

Cc:  Garcia,  David;  Brown,  Jamesr;  Kirkland,  Robert;  McCasland,  Mark;  Foster,  Althea; 
Crossland,  Ronnie;  Skibitski,  Thomas,  NMENV 
Subject:  RE:  Gold  King  Mine-pH  readings  from  operators 


Angela 

I will  work  on  that 


From:  Restivo,  Angela  f mailto:Restivo.Anqela@epa.qov1 

Sent:  Friday,  August  07,  2015  8:29  AM 
To:  Romero,  Nora,  NMENV 

Cc:  Garcia,  David;  Brown,  Jamesr;  Kirkland,  Robert;  McCasland,  Mark;  Foster,  Althea;  Crossland, 

Ronnie;  Skibitski,  Thomas,  NMENV 

Subject:  Gold  King  Mine-pH  readings  from  operators 


Nora, 

Can  you  get  the  pH  levels  from  each  of  the  systems  on  the  river?  This  information  would  be 
helpful  in  our  flow  and  water  quality  calculations. 


Thanks. 

Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
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phone:  214-665-7123 
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